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Note : 

1) REMOVE BURRS AND BREAK SHARP EDGS BY 0.3X45' UNLESSNOTHERWISE SPECIFIDE 
2) ANODIC COAT, DYED BLACK AS PS 740-15(-\+5 Miron) 

3) ALL DIMENSIONS ARE IN MM 
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General tolarance for all linear dimensions +/- 0.1mm 
Remove all sharp edges 0.3mm Max 
All dimensions are in mm 
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General tolarance for all linear dimensions +/- 0.1mm. 
Remove all sharp edges 0.3mm Max. 

All dimensions are in mm. 
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Note: 

General tol for all linear dimensions +/-0.1mm. 
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All dimensions are in mm. 
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Note: 
General tolerance for all linear dimensions +/-0.1mm. 
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All dimensions are in mm. 
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Note: 

General tolerance for all linear dimensions +/-0.1mm. 
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All dimensions are in mm. 
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General tolerance for all linear dimensions +/-0.1mm. 
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B All dimensions are in mm. 
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Remove all sharp edges in 0.3mm Max. 
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Note: 

General tolarance for all linear dimensions +/-0.1mm. 
Remove all sharp edges in 0.3mm Max. 

All dimensions are in mm. 
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General tolerance for all linear dimensions +/-0.1 mm 
Remove all sharp edges 0.3mm Max. 

All dimensions are in mm. 
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Note: 

General tolarance for all linear dimensions +/-0.1 mm. 
Remove all sharp edges 0.8mm Max. 

All dimensions are in mm. 
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